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U. S. NAVAL AlU STATION 


NAVY 520 
c/o FU.k Po»k Oftic* 
San Fr«nciico, California 


On 5 January at 1915 I received a telephone call from Operations, stating 
that a man had been shot at the Air Strip. I took the emergency kit and ran 
to the Ambulance, Pontiac 94-26413. I then proceded to the strip. I reached 
the scone of the accident at approximately 1920. The aftft^hat had been shot 
wan laying on his back in a large pool of blood. The patient had apparently 
been hemorrhaging for quito awhile, before I arrived* There wore several 
people around the pationt when I arrived. YJe then put patient- on a stretcher 
and proceeded to the Hospital, with patient. The patient wa3 alive, but pulse 
was weak and fceblo. Patient expired approximately 100 yards inside the Hosp- 
ital check point, unofficially. * 
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